Approved For Release 2002/05/17 : CIA-RDP96-00792R0001 001 2000^ 

MEMO 



To: Marsha Adams 
Froms Hal. Puthoff 
Subject: RV Results 


Dates 1 Aug 1984 
Location: SRI 

CC: I 1 


Attached are RV results from an earlier series of tests which are well 
analyzed, and therefore ready for correlation against geophysical 
variables. Two rating scales are given, a "blind-place-match" scale and 
an "accuracy-rating" scale. The latter is probably the better one to 
correlate against, since it is more representative of the X of accurate 
information. 


SGI J 
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Table 3 

TOTAL SCORES FOR EACH OF THE SIX VIEWERS 
IN PHASE-ONE ORIENTATION PROGRAM I 


i 

Viewer No. 155 


Accuracy 

Target Blind Place Match Rating 

l+Pd White Plaza (Stanford) 

I0#O Stanford Art Museum 
5 Fire Circle 
i o io Logo 

■s/i7 l“i°i 14 2.0 Valombrosa Conference Center 
5’/ ,e / 7 7 toio Pedestrian Overpass 

NS (nonsignificant) 16 



Viewer No. 292 


Target 


Accuracy 

Blind Place Match Rating 


Ml 0 SRI Courtyard 
£-/-z.i/79 o iso Varsity Theater Arcade 
5/ 2 3/79 1030 Glass Slipper Motel 
5-/X4/7 9 lOfS Wallbangers Racquetball 
5-/19/79 IS 30 Airport Tower 
£■ /z_sy7 9 I OW Shielded Room 


3 3 

2 5 

6 0 

Court 4 4 

1 6 

— _0 

NS 18 
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Table 3 (continued) 


Viewer No. 372 


Accuracy 


Target 

Blind Place Match 

Rating 

6/4/79 •4*S' Stanford Art Museum 

2 

4 

Baylands Nature Preserve 

1 

5 

6 / 6/79 103.0 Alta Mesa Cemetery 

2 

4 

10 i3o Jungle Gym 

1 

5 

6/'7/77 |41 5 Salt Pile 

1 

3 

6J$/l c t »oorBrickyard 

1 

p < 0.003 

_3 

24 


Target 

Viewer 

No. 468 

Blind Place Match 

Accuracy 

Rating 

/^<55Merry-Go-Round 


2 

0 

6 / 12 / 7 ? O^Windmill 


1 

3 

6/(5/ 77 Stanford Art Museum 


4 

3 

O^V^Methodist Church 


1 

5 

ii/w/79 /^J^Four Seasons Restaurant 

Arch 

1 

5 

fOooMt. Alverno Conference 

Center 

1 

p < 0.003 

_5 

21 


Target 

Viewer No, 518 

Blind Place Match 

Accuracy 

Rating 

7 / 14 / 7 ? \Hbb Stanford Shopping Center 

1 

3 

7 / 17/79 (030 Bowling Alley 

1 

1 

7/l$/79 lolO Alta Mesa Cemetery 

2 

1 

7/f9/7 < M0(O Hoover Tower 

1 

4 

7/l9/79 193? Swimming Pool Complex 

2 

4 

7 /a £/79 i&oS Miniature Golf Course 

1 

p < 0.003 

_2 

15 
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Table 3 (concluded) 


Viewer No. 690 


Target 


Accuracy 

Blind Place Match Rating 


z/jo/7^ 14 00 Alta Mesa Cemetery 1 

7/31/7*) o'tSO Four Seasons Restaurant Arch 1 

gy't/7? IOOO Shielded Room 1 

•8 /if '7’? O 9 5“ 0 Automobile Showroom 1 

9/a/77 1 4"30 Palo Alto Library Stacks 5 

0°lSO Methodist Church 1 


2 

4 

5 
4 
0 
4 


p < 0.002 


19 


Note: The probability of obtaining 4 significant series out of 

6 by chance is itself significant at odds of less than 
one in ten thousand. 
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